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ACTION NEA-16 

INFO OCT-01 AF-10 ARA-16 EUR-25 EA-11 10-14 ISO-00 PM-07 
NSC-07 SP-03 SS-20 RSC-01 ACDA-19 CIAE-00 INR-10 L-03 
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119922 

R 220550Z MAY 74 
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TO SECSTATE WASHDC 2014 
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AMCONSUL HONG KONG 
AMEMBASSY LONDON 
AMEMBASSY MOSCOW 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
USLO PEKING 
AMEMBASSY ROME 
AMEMBASSY TAIPEI 
AMEMASSY TEL AVIV 
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E.O. 11652: N/A 
TAGS: TECH, IN 

SUBJECT: DIET TO PROTEST INDIA'S NUCLEAR TEST 
REE: TOKYO 6566 

1. AT SOCIALISTS (ISP) INSTIGATION, OPPOSITION PARTIES 
AND LDP ARE PLANNING TO INTRODUCE A RESOLUTION MAY 23 
LIMITED OFFICIAL USE 
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PROTESTING INDIA'S NUCLEAR TEST. JSP PLANS TO COORDINATE 
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AGREEMENT ON CONTENTS WITH OTHER PARTIES PRIOR TO 
INTRODUCTION IN DIET. 

2. ALL PARTIES EXCEPT COMMUNISTS (JCP) SIMILARLY PRO- 
TESTED MOST RECENT PRC NUCLEAR TEST. BECAUSE OF ADVERSE 
PUBLIC AND PRESS REACTIONS, JCP SUBSEQUENTLY ASSOCIATED ITSELF 
WITH PROTEST. 

SHOESMITH 
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Image Path: 

ISecure: 1 
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Line Count: 69 
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